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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 01345 20083 1Z 

43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 NEA-10 /030W 

039844 

R 191554Z FEB 76 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 2500 
AMEMBASSY BRUSSELS 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 1345 

E.O. 11652: N/A 
TAGS: BEXP, TU 

SUB J : FOREIGN GOVERNMENT TENDER: OXYGEN PLANT 

I. 489/01/TOO67 
2.021976 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. SUBMIT BIDS TO - 
6B. — 

6C. TCDD ISLETMESI GENEL MUDURLUGU 
MERKEZ ALIM VE SATIM KOMISYONU BASKANLIGI 
ANKARA (STATE RAILWAYS ADMINISTRATION) 

7. - 

8. 032576 - 3:00 PM LOCAT TIME. 

9.201 

10. 99105XX-ETTOQQQ- VALUE NOT KNOWN. COMPLETE OXYGEN 
PLANT TO PRODUCE AND BOTTLE 30 M3/H., 99.5 - 99.9 PERCENT PURE 
LIQUID OXYGEN FROM FREE AIR. BY LINDE PROCESS. 

II. OPTION: TO BE SPECIFIED IN TENDERS. DELIVERY PERIOD: TO BE 
QUOTED IN TENDERS. PRICES: IN TERMS OF FOB CF-ISTANBUL. 

PAYMENT: L/C. BIDDING SPECIFICATIONS IN ENGLISHMAY BE 
OBTAINED FROM MODERN TRANSLATION BUREAU (ADDRESS: KARANFIL 
SOKAK 36/7, YENISEHIR, ANKARA, TURKEY) FOR $6.00. CHECKS 

PAYABLE TO MODERN TRANSLATION BUREAU SHOULD ACCOMPANY ORDERS. 
U.S. FIRMS SHOULD FORWARD COMPLETED TENDER DOCUMENTS DIRECT TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 01345 20083 1Z 

BUYER OR THRU U.S. FIRM'S TURKISH REP TO BUYER. COMPLETED 
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TE 

ER DOCUMENTS SHOULD NOT REPEAT NOT BE RETURNED TO MODERN 
TRANSLATION BUREAU. 

MACOMB ER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ANKARA01345 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760064-0129 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760236/aaaabfmj.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUL 2004 by oatisao>; APPROVED <31 AUG 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: OXYGEN PLANT 
TAGS: BEXP, TU 
To: COM 
Type: TE 
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